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post Test 10 

Arithmetic method is one of methods of population 
estimation 
Answer: 
False 

Screening test is not useful when 
answer, 
a. Incidence is low in the community 

Continuous variable can be like height 

measurement 

Answer: 

True 

Wt in kg is a 
answer, 
a. Continuous variable 

In cluster sample the sample unit is a group of 

population 

Answer: 

True 
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Regarding infant mortality rate the following is 
true: 
answer, 
c. None of the above 



The leading cause infant mortality is diarrheal 
diseases 
Answer: 
False 



Screening for carcinoma cervix is 

answer. 

c. Early diagnosis and treatment 



Still birth rate denominator is number of live birth 

Answer: 

True 



Nominator of crude death rate is total number of 

deaths in certain locality and year 

Answer: 

True 
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An annual growth rate of 1.2 is essential by 2000 
Population count is taken on 
answer. 
1st July 



RNI ( rate of natural increase) is birth rate plus 
death rate 
Answer: 
False 



Study of person who had already contracted the 
disease is called 
answer, 
a. Case control 



Case control study is used for study of 

answer. 

c. rare diseases 



The area under normal distribution curve for S.D, 
of 2 is 
answer, 
d. 0.95 
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